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Message Text 

UNCLASSIFIED 

PAGE 01 STATE 194573 
ORIGIN FAA-00 

INFO OCT-01 ARA-14 ISO-OO EB-08 DOTE-OO /023 R 

DRAFTED BY FA A/AI A : DMOORE 
APPROVED BY EB/OA/AVP:AJWHITE 
EB/OA/AVP:JSGRAVATT 
ARA/AND:(INFO) 

062093 17063 1Z/17 

R 162217Z AUG 77 

FM SECSTATE WASHDC 

TO AMEMBASSY BOGOTA 

INFO FAA OKLAHOMA CITY AAC 800/830 

FAA ATLANTA ASO IF/FIFO 

UNCLAS STATE 194573 

E.O. 11652: N/A 
TAGS: EAIR, CO 

SUBJECT: AVIONICS EQUIPMENT CONVERSION FOR DC-3 AIRCRAFT 

REF: A) DGCA/FAA TELCON JUNE 26 

B) FAA/DGCA MSG DTD JUNE 17 

C) DGCA/FAA TELCON JULY 22 

D) STATE 175090 

E) BOGOTA 7403 

FAA SUGGESTS EMBOFF PASS FOLLOWING INFORMATION TO 
ALIRIO GUTIERREZ, DGCA: 

FAA UNDERSTANDS A. GUTIERREZ ORIGINAL REQUEST AS INDICATED 
BY REFTEL B. REFTEL B REPEATED FOR INFORMATION BOTH DGCA 
AND EMBOFF. QUOTE: REFERENCE YOUR REQUEST, IF YOU DESIRE 
AN EXCHANGE OF THE SAME TYPE OF EQUIPMENT, FAA MAY BE ABLE 
TO ACCOMMODATE. HOWEVER, IF YOU WISH TO UP-GRADE SYSTEM BY 
UNCLASSIFIED 
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EXCHANGING EXISTING EQUIPMENT FOR MORE MODERN TYPE, THEN 
FAA WILL NOT BE ABLE TO ACCOMMODATE DUE TO CRITICAL SHORTAGE 
OF NEWER TYPE EQUIPMENT. FURTHER, THE INSTALLATION OF 
MODERN EQUIPMENT WILL REQUIRE EXTENSIVE ENGINEERING AND 
MODIFICATION TO AIRCRAFT. PLEASE ADVISE INTENTIONS. 

UNQUOTE. 
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REFTEL E RE DGCA CONTACT, ATLANTA OR OKLAHOMA CITY OFFICES, 
FAA FLIGHT INSPECTION OFFICE IN ATLANTA (FIFO) AND AIR- 
CRAFT MAINTENANCE BASE (AAC-800) IN OKLAHOMA CITY HAVE NO 
AUTHORITY TO DEAL DIRECTLY WITH FOREIGN GOVERNMENT REQUEST 
EXCEPT IN SUCH CASES WHERE FORMAL MEMORANDUM OF AGREE- 
MENT (MOA) IS IN EFFECT. THESE MOA'S ARE DRAWN UP BY OIAA 
STAFF IN WASHINGTON AND COORDINATED WITH PROPER OFFICIAL 
WITHIN FAA FOR PROIECT CONTINUITY. 

FAA AS INDICATED, REFTEL B, CANNOT REPEAT CANNOT. 
ACCOMMODATE PROJECT DESIRED AS SERVICES AND EQUIPMENT ARE 
PRESENTLY NOT AVAILABLE FROM FAA SOURCES. FURTHER, FAA IS 
NOT IN POSITION AT THIS TIME TO ACT AS CONTRACT AND PUR- 
CHASING AGENT FOR DGCA, DUE TO STAFF LIMITATIONS. 

FAA SUGGEST DGCA CONTACT SUPPLIERS LISTED REFTEL D FOR 
THIS SERVICE. FAA REGRETS UNABLE TO PROVIDE THIS SERVICE 
AS WAS THE CASE IN PAST YEARS. IN INTEREST CIVIL AVI- 
ATION SAFETY, FAA WISHES TO ENCOURAGE DGCA TO CONTINUE 
EFFORTS TO UPDATE FI EQUIPMENT AND TO ASSURE DGCA OF 
FUTURE FAA SUPPORT WHEREVER POSSIBLE. 

FYI. IN REPLY REFTEL E, PARA. 3, LOCAL U.S. AVIONICS FIRM 
REPRESENTATIVE MISINFORMED RE. FAA "GIVE AWAY CALIBRATION 
EQUIPMENT". EQUIPMENT IN QUESTION WAS ON LOAN TO LOCAL 
CIVIL AVIATION AUTHORITIES FOR SEVERAL YEARS OR UNTIL 
UNCLASSIFIED 
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SUCH TIME DGCA BECOMESSF.T ,FSI TFFTC.TENT AND SHOWSPROFICIENCY 
TO MAINTAIN FLIGHT INSPECTION (FI) SERVICE. FI SERVICE 
REQUIRES CONTINUED EQUIPMENT UPDATE AND MODERNIZATION THUS, 
THE EQUIPMENT LOANED TO DGCA BY FAA IS NO LONGER ESSENTIAL 
(EXCESS) TO AGENCY NEED AND THEREFORE. FAA INFORMED EMBASSY 
ADMINISTRATIVE OFFICER BY LETTER JULY 28, 1977, OF RECOM 
MENDATION OF OFFER TO DONATE EQUIPMENT TO LOCAL GOVERNMENT 
AUTHORITIES. SINCE FAA HAS GONE THROUGH A MODERNIZATION 
PROGRAM, EQUIPMENT CALIBRATION SERVICES AND SUPPORT CAN BE 
ACCOMPLISHED ONLY IF NEW EQUIPMENTS PURCHASED FOR FI AIR- 
CRAFT CONFORM TO TEST MOCKUPS CURRENTLY IN USE IN FAA 
AVIONICS SHOPS. VANCE 
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Message Attributes 


Automatic Decaptioning: X 
Capture Date: 01 -Jan-1 994 12:00:00 am 
Channel Indicators: n/a 
Current Classification: UNCLASSIFIED 

Concepts: PROCUREMENT, CIVIL AVIATION, AIRCRAFT COMPONENTS 

Control Number: n/a 
Copy: SINGLE 

Sent Date: 16-Aug-1977 12:00:00 am 
Decaption Date: 01 -Jan-1 960 12:00:00 am 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 -Jan-1 960 12:00:00 am 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1977STATE1 94573 

Document Source: CORE 

Document Unique ID: 00 

Drafter: DMOORE 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: D770296-0527 
Format: TEL 
From: STATE 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1977/newtext/t19770856/aaaabvcp.tel 

Line Count: 106 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 
Message ID: 5ac5f759-c288-dd11-92da-001cc4696bcc 
Office: ORIGIN FAA 

Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 
Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 

Review Date: 10-Dec-2004 12:00:00 am 
Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
SAS ID: 1584839 
Secure: OPEN 
Status: NATIVE 

Subject: AVIONICS EQUIPMENT CONVERSION FOR DC-3 AIRCRAFT 
TAGS: EAIR, CO 
To: BOGOTA 
Type: TE 

vdkvgwkey : odbc://SAS/SAS.dbo.SAS_Docs/5ac5f759-c288-dd1 1 -92da-001 cc4696bcc 
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